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Nothing very heavy can be attempted with hand-operated lifts, nor can their movements be rapid. An alternative design for lifting in warehouses and breweries is the basement lift, in which loads up to 10 or 15 cwts. can be hoisted from cellars by the aid of a light crab. The load platform is carried by rollers on vertical guides, and a monkey wheel changes the direction of the hoisting chain from the crab to the platform.
